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SUBJECT: IAEA NUCLEAR POWER TRAINING PROGRAM 

1. MISSION HAS RECEIVED AGENCY LETTER NOTING THAT IT 
WILL CONVENE ADVISORY GROUP MEETING TO DEVELOP TRAINING 
COURSE SYLLABUS OF PHASE II COURSE ON NUCLEAR POWER 
PROJECT CONSTRUCTION AND OPERATION MANAGEMENT, TO BE 
HELD SEPTEMBER 1-5, 1975 IN VIENNA. MEMBERS OF GROUP 
WOULD ALSO BE EXPECTED DISCUSS AND RECOMMEND WAYS OF 
EFFECTIVELY IMPLEMENTING PROPOSED TRAINING PROGRAM, 
INCLUDING SUGGESTIONS FOR NECESSARY STAFF, FACILITIES 
AND REFERENCE MATERIAL. 

2. AGENCY REQUESTS PARTICIPATION OF EXPERT FROM U.S. 

AT NO RPT NO EXPENSE TO AGENCY. NOMINATION REQUSTED 
NLT AUGUST 1. 

3. MISSION BELIEVES USE OF COST-FREE EXPERT FUNDS TO 

SEND PARTICIPANT TO THIS MEETING WOULD BE FULLY JUSTIFIED. 

4. COPY OF AGENCY LETTER POUCHED AMMONS/ERDA. 

ADVISE. LEAHY 
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